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Greek Prime Minister Plastiras is rerorted to have said to his inner poli- 
tical circle that he will remove Lieutenant General Thrasyvoulos Tsakalotes 
as Chief of the Greek General Staff because he is incompetent and is 

"a Venizelos man," Plastiras allegedly added that Tsakalotos will be 
replaced either by Lieutenant General Stylianos Manidakia, Commander of 

'G' Corps in Satone or by lieutenant General Thrasyvoulos Zaimis, Com 


mander of *B' Corps,1 


25X1A 
1, Ss Comment: Information dated August 1951 reports Zaimis as 


Commanding General of 'A' Corpa, 
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